From: Governor's Press Office [/0=EXCHANGELABS/OU=EXCHANGE ADMINISTRATIVE GROUP 

(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=USER2E80EE90] 

Sent: 1/28/2018 10:07:46 AM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: FW: [External] AGP 


-Original Message- 

From: Bob Dietz [mailto:bobdietz51@gmail.com] 

Sent: Saturday, January 27, 2018 1:07 PM 
To: Governor's Press Office <govpress®nc.gov> 

Subject: [External] AGP 

CAUTION: External email. Do not click links or open attachments unless verified. Send all suspicious 
email as an attachment to report.spam@nc.gov. 


As a long time resident of NC I am ashamed, disappointed in many in our state government, and extremely 
upset with YOU Gov. Cooper for caving in and approving this VERY unnecessary pipeline project. Just when 
I thought I had some optimism with a person like yourself now governing this great state, you have let me 
and the remaining 80% of the people of NC down!! You know as well as many others in this fossil fuel 
industry, that there is NO NEED for ANY more fossil fuel investment in this state or in this country for 
that matter. I am just so VERY disappointed with you for placing all of us now in direct motion for 
further pollution, Co2 emission increase, but most importantly, placing all those in the path of this 
disaster who can least afford to loose what they have. Shame on you Governor!!! 

Bob Dietz 
Cary, NC 





